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"My  fires  light  up  the  hearths  and 
hearts  of  men." — Longfellow. 


See  that  it  doesn't 


This  was  to  be  a  gala  evening  for  the  Jacksons. 

Tonight  the  Todds  were  coming  over — first  to 
share  with  their  good  friends  the  thrill  of  owning 
a  new  home. 

"I  hope  they’ll  come  soon,”  remarked  the  lady 
of  the  new  domain. 

The  visitors  would  be  shown  everything.  The 
clever  arrangement  of  the  rooms.  The  freshness  of 
decoration  and  appointments.  All  those  shining  new 
conveniences  in  the  modern  kitchen  .  .  .  And,  pride 
of  the  house,  that  handsome  fireplace.  Kindling  was 
already  in  place.  What  fun  to  brighten  the  evening 
with  a  merry  blaze  of  the  hearth! 

Through  months  of  careful  planning — more 
months  of  anxious  watching  as  the  home  took  form, 
these  pleasures  had  been  anticipated. 

A  real  fireplace!  Of  course.  That  was  to  be  the 
"making”  of  the  home.  Visions  of  wintry  evenings 


— solid  comfort  toasting  shins  before  a  fascinating 
open  fire.  That  stirred  something  deep.  Instinct,  , 
perhaps. 

The  fireside  meant  "home”! 

•  •  • 

A  PURRING  motor  outside.  A  bit  of  excitement 
— expectation  in  the  faces  of  two  happy 
people.  A  dash  for  the  door.  "Oh,  Jane!  Oh,  Ted!” 
and  in  the  cool  of  a  late  September  evening  the 
Todds  were  welcomed. 

•  •  • 

^^TJEALLY,  Dot,  your  home  is  so  attractive!” 

AV.  Jane  led  her  ace;  her  husband  didn’t  frown. 

"Ken,”  be  a  good  dummy  and  light  the  fire.” 
Jackson  didn’t  need  to  be  urged  by  his  wife.  A  match 
found  the  kindling  and  the  flame  slowly  broadened. 
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happen  to  you  .  . 


A  puff  of  smoke  blew  into  the  room.  Well,  the 
chimney  was  cool.  It  would  soon  be  drawing  a 
a  roaring  fire. 

Back  to  the  bridge  table. 

"Is  Kenneth  a  good  fireman?”  Nothing  was 
meant  by  Mrs.  Todd’s  remark. 

More  smoke — rather  slow  fire.  Still  more  smoke. 
And  still  smoke  poured  into  the  room. 

"Ken,  won’t  you  fix  the  fire?”  Make  it  stop 
smoking  so - ” 

"Well,  I  don’t  know - it  shouldn’t  do  that - 

fire’s  all  right - damper  wide  open - 1,  well - ” 

•  •  • 

Late — and  the  Todds  had  gone. 

i  "Ken,  what’s  wrong  with  our  fireplace?  Why 
does  it  smoke?  Oh  dear,  if  it  does  that  we’ll  never 
be  able  to  use  it!” 


IN  place  of  the  names  used  in  this  little  sketch, 
substitute  names  without  number.  For  every  year 
thousands  of  incidents  essentially  like  that  take 
place.  Countless  fireplace  failures  are  caused  by  in¬ 
correct  detail  somewhere  in  the  construction. 

But  this  need  not  happen  to  you.  You  can  be  stire 
that  the  fireplace  you  build  will  burn  correctly — will 
not  smoke! 

A  bonded  guarantee — underwritten  by  the  world’s 
largest  surety  company  with  capital  and  surplus  of 
$25,000,000 — assures  you  of  it  if  yours  is  a  Bennett 
Bonded  Fireplace! 

And  this  unique,  modern  fireplace  does  still  more 
for  you.  It  provides  important  additional  comforts, 
conveniences  and  healthfulness  never  before  realized 
from  the  fireplace. 
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These  new  Services  will  Astonish  you 

See  that  Your  Home  has  them  All 


IET  us  see  what  happened  at  the  Clarks  one  morn- 
^  ing  early  in  Fall. 

Indian  summer  days  had  been  delightfully  warm. 
Then,  overnight,  came  the  first  cold  snap. 

Breakfast  over,  Clark  was  taking  leave  of  his 
wife — 

"But,  Harry,  you  aren’t  going  to  leave  Jane  and 
me  in  this  cold  house,  are  you.^” 


a  match.  All  through  those  uncertain  days  of  spring 
and  fall,  when  colds  are  so  common,  his  home 
might  have  been  free  of  dampness  and  chill.  That’s 
something  no  ordinary  fireplace  can  possibly  do! 

• 

A  NOTHER  gentleman  tried  the  "on  again,  off 
again’’  method  of  heating  with  a  furnace. 
Down  cellar,  his  thoughts — 

"I  just  get  a  fire  built  when  Mary  says  she’s 
roasted.  Sure  as  I  let  it  out,  down  goes  the  mercury. 
Mess  around  this  dirty  firepot — nurse  to  the  furnace 
— look  at  this  suit  now — burn  a  lot  of  good  fuel  for 
nothing — but  what  can  I  do?’’ 

There  is  only  one  answer — the  Bennett  Bonded 
Fireplace  that  distributes  warmth  throughout  the 
house  in  a  jiffy.  Heat  at  once,  only  when  needed. 
Heat,  healthfully,  comfortably  geared  to  the  chang¬ 
ing  weather!’’ 


"Sorry,  dear,  but  what  can  I  do?  I’m  to  meet 
Miller  at  the  office  at  9.  Just  time  to  make  it.  Fix 
you  up  this  evening  ...  so  long  .  .  .’’ 


OUCH  disagreeable  hours — full  of  danger  and 
^  discomfort — could  have  been  spared  the  Clarks 
on  that  unexpectedly  cold  October  morning — any 
morning.  If  Clark  had  had  a  Bennett  Bonded  Fire¬ 
place  he  could  have  circulated  warmed,  fresh  air 
throughout  the  house,  in  the  time  it  takes  to  strike 
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Now 

— in  the  dead  of  winter 


Illness—'  Fresh  air,”  says  the  doctor,  "lots  of  it, 
but  keep  the  room  warm — no  cold  drafts,  or  it’s 
pneumonia,  sure.” 

But  how?  Even  remote  open  windows  let  in  cold 
drafts,  chilling  the  floors — exposing  everyone. 

"South,”  continues  the  doctor,  realizing  the  prob¬ 
lems,  "is  one  solution,  or  . 

Notv  the  owner  of  a  Bennett  Bonded  Fireplace 
has  particular  reason  to  appreciate  it.  Fie  has  a 
perfect,  automatic  ventilating  device.  It  admits  large 
volumes  of  air  fresh  from  outdoors.  This  air  comes 
in  tvarm.  Stale  air  is  expelled  constantly  up  the 
chimney.  Keep  windows  shut — the  air  stays  fresh. 


Cttn — A  roomful  of  guests — air  thick  with 
tobacco  smoke — party  grows  dull — zero  outdoors — 
too  cold  to  open  windows.  Start  a  fire  in  the  Bennett 
Bonded  Fireplace — in  three  minutes — crystal  clear 
air — no  cold  drafts — warm  as  ever — and  the  party 
sparkles ! 

Fresh  air!  One  can  never  have  too  much  of  it  in 
the  home  during  those  shut-in  winter  months.  The 
occasions  upon  which  it  becomes  so  important  are 
many.  The  Bennett  Bonded  Fireplace  makes  the  in¬ 
troduction  of  fresh  air  simple,  practical,  comfort¬ 
able,  and  economical. 

NO  ordinary  fireplace,  this!  Never  before  a 
bond  guaranteeing  such  astonishing  service! 
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Left:  ''Phantom"  view  of 
Bennett  Bonded  Fireplace 
Unit.  The  warm  air  ducts 
and  registers  can  be  lo¬ 
cated  as  desired. 


Below:  Finished  fireplace 
hiiilt  around  a  Bennett 
Unit.  Any  style  of  archi¬ 
tectural  treatment  may  be 
used. 


Heritage 


of  the 


Fireplace 


Heritage  of  the  days  when  our  forefathers 
gathered  about  it  to  avoid  the  chills  beyond 
its  radiant  beam,  the  fireplace  descends  to  us,  an 
ornament.  Because  of  modern  demands  for  even 
heating  and  greater  fuel  economy,  and  the  prev¬ 
alence  of  smoky  fireplaces,  many  are  purely  luxuries. 

Yet  no  real  home  is  without  one.  The  additional 
expenditure  is  gladly  made  for  the  cheerful  beauty 
of  the  open  hearth. 

Since  we  have  fireplaces,  they  should  be  real  fac¬ 
tors  in  our  lives,  help  provide  the  greater  comforts 
demanded  by  present-day  standards,  and  be  an  eco¬ 
nomical,  healthful,  convenient,  indispensable  source 
of  heat. 

Wasted  Possibilities 

In  the  direct  radiance  of  a  fireplace,  the  heat  is 
intense.  Yet  it  represents  but  one-tenth  of  that  given 
out  by  the  fuel.  The  waste  escaping  up  the  chimney 


would,  if  evenly  distributed,  meet  all  moderate 
weather  heating  requirements.  The  care  and  expense 
of  maintaining  a  furnace  during  these  periods  would 
be  eliminated.  What  a  convenience,  this  source  of 
instant  heat!  What  a  resource  for  emergency  use! 
Such  a  fireplace  would  pay  for  itself  in  no  time. 

The  Whys  of  Fireplaces 

United  States  Government  Bulletin  No.  1230  on 
"Chimneys  and  Fireplaces”  explains  just  why  the 
common  fireplace  is  not  able  to  produce  the  results 
of  the  Bennett  Bonded  Fireplace. 

"As  ordinarily  constructed  fireplaces  are  not 
efficient  and  economical.  The  only  warming  effect 
is  produced  by  the  heat  given  off  by  radiation 
from  the  back,  sides,  and  hearth  of  the  fireplace. 
Practically  no  heating  effect  is  produced  by  con¬ 
vection;  that  is,  by  air  currents. 
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"For  a  fire  to  burn,  it  must  be 
supplied  with  oxygen.  If  a  fire 
were  built  in  a  fireplace  in  an  air¬ 
tight  room  it  would  go  out  as 
soon  as  the  oxygen  present  had 
been  consumed,  unless  a  down- 
draft  in  the  chimney  supplied  the 
needed  air. 

"As  our  fireplace  fires  do  not 
go  out  so  long  as  they  are  fed  with 
fuel,  it  is  obvious  that  the  re¬ 
quired  air  supply  is  obtained  from 
somewhere.  Anyone  who  has  de¬ 
pended  upon  a  fireplace  to  heat  a 
room  knows  that  the  part  of  the 
room  farthest  from  the  fire  is  the 
coldest  and  that  the  temperature 
around  the  windows  is  especially 
low.  In  fact,  the  harder  the  fire 
burns  the  colder  it  is  at  the  win¬ 
dows.  The  fire  must  have  air,  and 
as  cracks  exist  around  the  win¬ 
dows  and  doors,  the  air  enters 
through  them.  The  volume  enter¬ 
ing  is  equal  to  that  passing  up  the 
chimney.  This  air  comes  from  out¬ 
side  at  a  low  temperature.  The 
bigger  the  blaze  the  greater  the 


A.  Fresh  uir  enters  intake,  is  drawn 
through  heating  tubes  and  back 
chamber,  and  discharged,  heat¬ 
ed,  into  the  room  from  register, 

B.  This  register  may  be  located  as 
desired. 

C.  Stale  air  is  drawn  into  fireplace, 
to  feed  the  fire,  and  passes  be- 
tween  heater  tubes,  and  out,  up 
the  chimney, 

D.  A  constant,  automatic  cycle  of 
air  flow,  fresh  air  in,  stale  air 
out,  is  forced  by  the  action  of 
the  draft  up  the  chimney. 


quantity  of  outside  air  drawn 
into  the  room  through  every 
crack  and  crevice  until,  when  the 
outside  temperature  gets  below 
freezing  point,  there  is  no  com¬ 
fort  in  the  room  beyond  the  im¬ 
mediate  vicinity  of  the  fire.” 

Turning  Natural  Laws  to 
Your  Benefit 

The  Bennett  Bonded  Fireplace 
uses  the  suction  in  the  house,  caused 
by  fireplace  draft,  to  draw  in  fresh 
air  automatically  over  the  unit’s 
patented  heating  surfaces.  Because 
of  this,  the  Bennett  Bonded  Fire¬ 
place  draws  fresh  oxygen  through 
the  opening  built  into  it.  This  neu¬ 
tralizes  suction  around  windows 
and  doors.  There  is,  therefore,  prac¬ 
tically  no  infiltration  of  cold  air. 
This  flow  is  not  merely  the  sluggish 
rise  of  warm  air,  as  though  recir¬ 
culated.  By  harnessing  these  two 
natural  forces,  unbelievable  volumes 
of  warmed  fresh  air  flood  the  room, 
all  of  it  heat  ordinarily  lost  up  the 
chimney. 


These  two  diagrams  compare  air  flow  in  a  room  with 
a  Bennett  Bonded  Fireplace  and  an  ordinary  fireplace. 


Air  influx — old-style  fireplace.  The  draft  up  the  chimney  draws  ah 
into  the  house.  Having  no  other  means  of  entry,  this  air  comes  in 
through  cracks  around  doors  attd  windows.  It  comes  in  as  sharp, 
cold  drafts — at  outdoor  temperature.  Being  cold,  it  drops  to  the 
floor,  is  drawn  toward  the  fireplace,  chills  the  floors  and  promptly 
passes  up  the  chimney.  It  has  furnished  little  or  no  ventilation,  and 
has  robbed  the  house  of  heat. 


Air  flow — Bennett  Bonded  Fireplace,  Fresh  air,  drawn  in  from  out¬ 
doors  by  suction  of  the  chimney,  comes  in  through  the  unit  in  the 
fireplace.  It  comes  in  warm  instead  of  cold.  It  rises,  circulates  to 
various  parts  of  the  house,  slowly  gives  up  its  xvarmth,  descends, 
passes  the  breathing  levels,  drops  to  the  floor  and  passes  up  the 
chimney.  It  furnishes  full  ventilation  and  heating  value. 
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Great  Heating  Effectiveness 

No  matter  how  cold  it  may  be  outside,  this  enter¬ 
ing  fresh  air  is  always  thoroughly  warmed.  Ex¬ 
tremely  large  heating  chambers  assure  a  register 
temperature  of  more  than  180  degrees  Fahrenheit, 
even  at  30  below  zero  outside.  Such  heating  effective¬ 
ness  can  be  produced  only  by  the  thorough,  patented 
construction  of  the  Bennett  Unit. 

Tests  Demonstrate  Efficiency 

Tests  made  by  Ara  Marcus  Daniels — eminent 


Circulated  Heat,  Evenly  Distributed 

The  ordinary  fireplace  heats  only  directly  in  front 
of  it — "roasting  on  one  side,  freezing  on  the  other." 
It  does  not  circulate  warmed  air.  It  heats  only  in  a 
radiant  beam. 

The  Bennett  Bonded  Fireplace  discharges,  from 
the  registers,  large  volumes  of  fresh  air,  warmed 
from  180  degrees  to  300  degrees  Fahrenheit.  This 
air  rises,  spreads,  and  circulates  through  the  room 


15  30  45  60  .  15  30  45  60  15  30  45  60 

Minutes  after  lighting  fire  Minutes  offer  lighting  fire.  MiniMes  after  lighting  fire 


Over  Wihpow  crack^s  Averagl  m  Room  Average  Z.-6'  from 

“  WihDows  AND  Wall 

- - Temperaturl  RISL  ■ — ■ 

^ _ Pegrees  Fahr. 

Comparisons  of  Increases  m  Room  air  temperatures  With 
AND  Without  Fireplace  Heater  at  15  minute  Intervals 

A.M.PAHieUS. _ _ F|6.  7 


consulting  engineer  in  heating  and  ventilating — 
clearly  proved  the  marked  efficiency  of  the  Bennett 
Bonded  Fireplace. 

Mr.  Daniels  was  formerly  with  the  United  States 
Bureau  of  Standards.  He  is  an  authority,  and  author 
of  Government  treatises  on  fireplaces. 

The  chart  shows  the  heating  results  of  his  tests, 
conducted  in  a  thoroughly  independent  and  scien¬ 
tific  manner.  A  complete  report  of  Mr.  Daniels’  tests 
will  be  forwarded  upon  request. 


where  the  fireplace  is  and  adjoining  rooms  as  well. 
With  any  given  amount  of  fuel,  the  Bennett  Bonded 
Fireplace  gives  from  four  to  six  times  the  heat  of  a 
common  fireplace.  This  extra  heat  is  distributed  all 
over. 

Warmed  fresh  air  replaces  chill  in  every  nook 
and  cranny.  You  have  a  real  heating  system,  similar 
in  operation  to  the  warm-air  furnace — and  much 
more  flexible,  convenient,  responsive  and  econom¬ 
ical — and  beautiful. 


[8] 


What  a  Comfort  In  Spring  and  Fall 

In  Spring  and  Fall  you  will  appreciate  your 
Bennett  Bonded  Fireplace!  Let  your  main  heater 
go  out  and  stay  out.  It  is  an  expensive,  irksome 
care.  You  have  a  quick,  easy  means  of  sending 
through  the  house  just  as  much  warmth  as  needed 
— anytime.  The  night  suddenly  grows  chill;  logs 
and  kindling  are  in  place.  Touch  a  match.  In  one 
minute  a  veritable  flood  of  heat  pours  from  the 
registers. 

In  Emergency 

There  is  no  longer  a  chilly  house  on  excessively 
cold  winter  days  when  the  main  heating  system  is 
inadequate,  though  stoked  to  the  danger  point. 

And  what  a  resource  in  an  emergency!  A  break¬ 
down  of  the  furnace,  fuel  oil  tanks  exhausted — 
such  things  happen  rarely,  but  then  the  Bennett 
Bonded  Fireplace  is  worth  many  times  its  cost. 

In  the  Warmer  Climates — 

In  Summer  Cottages 

The  Bennett  Bonded  Fireplace  is  indispensable 
where  weather  conditions  do  not  warrant  a  central 
heating  system. 

New  Healthtulness — -Effective 
Ventilation 

The  Bennett  Bonded  Fireplace  is  a  perfect  auto¬ 
matic  ventilation  system,  tremendously  important 
to  health  during  the  shut-in  Winter  months. 

Any  method  of  attempting  Winter-time  ventila¬ 
tion  that  brings  in  cold  air  is  inefficient,  and  a  source 
of  danger  and  discomfort.  That’s  why  windows  are 
neither  convenient  nor  practical  as  ventilators.  No 
one  cares  to  open  them  wide  and  chill  the  whole 
house  with  icy  drafts. 

Proper  ventilation  in  winter  calls  for  ( 1 )  drawing 
out  of  stale  air,  (2)  drawing  in  of  fresh  outdoor  air, 
(3)  heating  the  incoming  fresh  air.  That  is  exactly 
what  the  Bennett  Bonded  Fireplace  does. 


Safisfaction  That  Grows  with 
Experience 

The  cheerful  open  fireplace  has  a  charm,  a  fas¬ 
cination,  all  its  own.  Somehow,  the  real  fireplace 
seems  more  than  anything  else  to  mean  "home.” 

First,  the  owner  of  a  Bennett  Bonded  Fireplace 
enjoys  this  to  the  full.  Then,  as  experience  with  it 
grows — as  one  after  another,  the  features  fulfill  their 
purposes — satisfaction  in  its  ownership  deepens. 

Correct  Construction 
Controlled  by  Bennett  Bonded  Unit 

But  all  of  these  benefits  are  lost  if  the  fireplace 
smokes. 

Thousands  of  unsatisfactory  fireplaces,  lost  in¬ 
vestments  because  of  smoke,  have  been  analyzed 
and  thorough  tests  made.  Experience  emphatically 
proves  that  the  only  way  to  insure  correct,  smoke- 
free  burning  is  to  provide  a  form,  scientifically  de¬ 
signed,  to  govern  every  all-important  out-of-sight 
detail  and  proportion,  since  any  inaccuracy  renders 
the  whole  valueless. 

The  Bennett  Bonded  Unit  fixes  the  unseen  details 
of  construction  which  determine  the  correct  opera¬ 
tion  of  the  fireplace.  Nothing  that  affects  draft  or 
combustion  is  left  to  chance  or  guesswork.  Only 
so  guided,  can  fireplace  construction  be  assured 
smokeless. 

The  Bennett  Bonded  Unit  is  contained  in  an  outer 
form  of  heavy,  electrically  welded  metal.  The  mas¬ 
onry  is  laid  around  this  form — straight,  simple  con¬ 
struction,  familiar  even  to  a  mason  with  meager 
knowledge  of  fireplace  building.  There  is  no  dif¬ 
ficult  corbeling  or  forming  of  slanting  wails.  Every 
detail — combustion  chamber,  down-draft  shelf,  flue 
damper,  and  back  wall — is  built  into  the  unit,  scien¬ 
tifically  proportioned  and  in  exact  relation  to  every 
other.  Even  the  correct  flue  size  is  fixed. 
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Built  to  Outlive  the  Chimney 

The  Bennett  Bonded  Unit  is  built  of  heavy  rust- 
resistant  materials.  The  patented  flexible  construc¬ 
tion  allows  for  heat  expansion  and  contraction. 
There  is  nothing  to  wear  out,  nothing  to  get  out 
of  order.  It  is  good  for  generations. 

Saving  in  Construction 

Complete  in  all  details,  the  Bennett  Bonded  Unit 
greatly  simplifies  fireplace  construction  and  saves 
approximately  half  its  own  cost  in  labor  and  mate¬ 
rials.  It  costs  so  little  and  does  so  much  that  home- 
owmers  invariably  consider  it  one  of  the  best  of  all 
the  good  investments  that  go  to  make  a  home  a 
home. 

Thoroughly  Patented  Construction 

All  surfaces  of  the  unit  are  used  for  heating,  con¬ 
tributing  approximately  25  percent  of  the  total. 
Flexible  metal  tubes  provide  the  other  75  percent. 
This  thoroughly  patented  feature  makes  the  Bennett 
Fireplace  so  effective. 

A  series  of  these  heating  tubes  runs  snugly  up 
the  back  wall  of  the  fireplace,  with  spaces  between, 
to  permit  the  free  escape  of  smoke  and  gases  from 
the  fire,  without  interfering  with  the  draft.  At  the 


bottom,  these  tubes  connect  with  a  source  of  fresh 
outdoor  air,  and  at  the  top  with  registers  opening 
into  the  room.  Thus,  air  enters  the  unit  at  the  bot¬ 
tom,  flows  through  the  tubing  and  other  heating 
spaces,  which  are  in  direct  contact  with  the  fire,  and 
then,  heated,  is  delivered  through  the  registers. 

It  is  Hard  to  Tell  a  Bonded  Fireplace 
by  Appearance 

Bennett  Bonded  Fireplace  construction  permits 
the  creation  of  any  style  of  fireplace.  In  no  way  does 
it  restrict  architectural  design  or  materials.  Your 
fireplace  may  have  whatever  appearance  you  desire. 

The  architectural  beauty  of  any  room  is  focused 
in  the  fireplace  and  mantel.  Knowing  this,  the  de¬ 
signers  of  the  unit  kept  all  heating  surfaces  and 
mechanical  parts  concealed. 

Fireplace  Design  Service 

Many  years  of  experience  as  fireplace  engineers 
have  given  the  Bennett  Fireplace  Corporation  an 
exceptional  fund  of  knowledge.  To  purchasers  of 
the  Bennett  Bonded  Fireplace  this  knowledge  is 
available  without  charge.  Suggestions  for  style  of 
treatment  and  location  of  registers  will,  when  re¬ 
quested,  be  executed  by  a  competent  interior  dec¬ 
orator,  in  collaboration  with  your  architect. 


FOR  EXISTING  FIREPLACES  -  BENNETT 


HEATER-VENTILATOR 

There  is  a  different  type  unit  for  existing  fire¬ 
places.  It  is  called  the  Bennett  Fireplace  Heater- 
Ventilator.  It  may  be  installed  without  altering  an 
existing  fireplace.  The  cost  is  low.  All  of  the  heating 
and  ventilating  advantages  of  the  Bennett  Bonded 
Fireplace  are  obtained.  It  does  not  affect  the  draft 
of  a  fireplace. 

In  this  model,  the  warm  air  flows  from  a  narrow 
register  placed  across  the  top  of  the  fireplace  open¬ 
ing  as  is  shown  in  illustration  at  left.  Write  for  a 
complete  description. 
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GEORGIAN  The  six  charming  Bennett  Bonded  Fireplaces  illustrated  on  this  and 

succeeding  pages  are  the  work  of  two  noted  architects,  experienced 
in  fireplace  tradition  and  detail. 
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These  renderings  illustrate  the  infinite  variety  of  styles  and  treat-  ELIZABETHAN 

ments  that  may  be  given  Bennett  Bonded  Fireplaces.  Although  like 
any  other  preplace  in  appearance,  they  are  entirely  different  in  their 

service  to  you. 
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QUEEN  ANNE  LociitioH  of  the  warm  air  Jischarge  registers  is  highly  flexible.  In 

the  chimney  wall  .  .  .  as  part  of  the  mantel  .  .  .  in  adjoining  tvalls  .  .  . 
in  a  room  back  of  fireplace  ,  .  .  in  a  room  above  it.  Registers  may  be 
divided.  One  in  the  living  room  .  .  .  one  in  a  sun  porch,  back  of  it, 

or  in  a  bedroom  above. 
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The  materials  you  use  for  over-register  grillwork  may  be  of  many  ITALIAN 

kinds.  Interesting  effects,  in  endless  variety,  may  be  secured.  Stattdard 
cast  registers  or  special  registers  in  tile,  wrought  iron,  stone,  cement, 

brass  .  .  . 
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EARLY  AMERICAN 


The  warm  air  discharge  registers  of  a  Bennett  Bonded  Fireplace  are 
designed  to  harmonize  with  the  whole,  fust  as  are  any  of  its  other 
parts  or  details.  Can  you  find  the  registers  in  this  one? 
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Modern  indeed,  in  the  perfection  of  beauty  ivith  convenience,  and  MODERN 

healthfnlness,  as  they  have  never  before  been  wedded  in  a  preplace.' 

No  home  is  modern,  in  the  true  sense,  without  a  Bennett  Bonded 

Fireplace. 
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Typical  Installations 
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Bennett  Owners 


are  Gratified  Owners 


This  BOND 
ASSURES  it 

The  purchaser  of  a 
Bennett  Bonded  Fire¬ 
place  buys  no  mere  article 
of  merchandise.  He  buys  re¬ 
sults.  His  protection  in  his 
investment  is  absohtte. 

The  Guarantee  Bond 
which  accompanies  every 
Bennett  Bonded  Fireplace 
is  a  Bond  in  fact.  Not  to 
be  confused  with  a  nomi¬ 
nal  guarantee  in  formal 
dress,  it  firmly  binds  the 
Bennett  Fireplace  Corpo¬ 
ration  and  the  National 
Surety  Company  (the 
world’s  largest)  as  surety 
to  deliver  to  the  purchaser 
the  correct-burning,  smoke- 
free,  fresh-warm-air-circu¬ 
lating  fireplace,  described 
in  this  brochure,  with  the 
resulting,  gratifying  advan¬ 
tages. 


P/  an  6p  Cbcsc  Iptcscnts,  That  wc,  Bennett  .  W 

7’'  Kv  Fireplace  Corporation,  a  New  York  corporation  with  its 

principal  ofBcc  at  Norwich,  N.  Y.,  as  Principal,  and  National  ScretY 
Company,  a  New  York  corporation  with  its  principal  office  at  No.  U5 
Broadway,  New  York,  N.  Y.,  as  Surety,  are  held  and  firmly  bound  unto  the 

owner  named  below  in  the  penal  sum  of . Dollars,  which  is 

hereby  agreed  to  be  the  maximum  amount  of  lawful  money  of  the  United  States  of 
America  claimable  and  recoverable  hereunder,  well  and  truly  to  be  paid  and  for  the 
payment  of  which  lawful  money  of  the  United  States  of  America,  we  and  each  of  us 
hereby  bind  ourselves,  our  corporate  successors  and  assigns,  jointly  and  severally,  firmly 
by  these  presents. 

Sealed  with  our  seals  and  dated  the.„ . day  of . . . .  193 . 

Whereas,  the  above  bounden  Principal  has  manufactured,  and  sold  a  Bennett  Fire¬ 
place  Unit  Model  F  to . . . . . 


who  hereby  agrees  to  install  the  said  unit  in  a  fireplace,  constructed  according  to  specifica* 
tions  furnished  by  the  Principal,  in  a  building  located  at . St., 


Whereas,  said  Principal  guarantees  for  a  period  of  six  (6)  months  from  the  date 
of  the  issuance  of  this  Guaranty  Bond,  that  the  said  fireplace  will  not  smoke  from  any 
cause  other  than  an  outside  condition  and  that  with  an  adequate  fire  will  deliver  and  cir¬ 
culate  fresh  air  heated  from  180  degrees  to  300  degrees  Fahrenheit,  regardless  of  tem¬ 
perature  prevailing  out  of  doors;  provided,  however,  that  in  localities  where  bituminous 
or  seml-bituminous  coal  or  highly  resinous  pine  wood  is  used  as  the  fireplace  fuel,  due  care 
must  be  exercised  by  the  owner  to  keep  the  unit  free  from  soot;  and 

Whereas,  upon  the  failure  of  said  fireplace  to  fulfill  the  guarantee  as  stated  above, 
said  Principal  agrees,  upon  return  of  said  material,  to  refund  to  said  owner  the  entire 
purchase  price  of  material  purchased  from  the  Principal,  plus  any  proper  cost  for  the 
removal  and  return  of  such  material  not  exceeding . Dollars;  and 

Whereas,  said  guarantees  above  stated  are  made  with  the  following  conditions: 

(а)  Upon  the  failure  of  said  fireplace  to  fulfill  the  above  stated  guarantee,  said 
owner  shall  give  written  notice  of  such  failure  served  upon  the  Principal  by  reg¬ 
istered  mail.  The  Principal  upon  receipt  of  such  notice  shall  have  the  right  to 
inspect  said  fireplace  and  make  any  corrections  deemed  advisable  before  author¬ 
izing  the  removal  of  such  materials.  In  the  event  of  the  failure  of  the  Principal 
to  make  such  corrections  within  sixty  (60)  days  after  receipt  of  said  notice,  or 
to  refund  the  sum  agreed  above  within  ten  ( 10)  days  after  authorizing  removal 
and  receiving  invoices  covering  the  cost  of  removal,  the  owner  shall  notify  Na¬ 
tional  Surety  Company  at  its  principal  office  of  such  default  by  registered  mail. 

(б)  Nothing  in  said  guarantee  or  In  this  bond  shall  render  either  the  Principal  or 
the  Surety  liable  in  any  respect  for  any  dam.age  to  said  building  or  the  contents 
thereof  by  reason  of  fai^e  of  saicifireplace  to  fulfill  the  guarantee  above  stated. 

Now,  thereforeXtre  coNiaTlON  OP  1  HIS  OBLl^TlON  ts  ^'CH  that  if  the  said  Prin¬ 
cipal  shall  in  iJI  things  w\ll  and  truly  perforr  i  and  obsfrve  all  aod  singular.thc  covenants, 
agreements  an^condiriorfs  slated  aPove  to  b  :  performed  and  observed  by  it,  then  this  obli¬ 
gation  shall  be  kpid;  othewisc  to  1»  and  reriiain  in  Ml  force  eScct./ 
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lCE  corporation.^ 


In  case  of  failure,  provision  is  made  both  for  refund 
of  the  entire  purchase  price,  and  proper  costs  of  re¬ 
moval  and  return.  It  must  be  right! 

Let  your  fireplace  investment  be  a  positive  satisfac¬ 
tion.  Use  the  Bennett  Bonded  Fireplace  in  the  home 
you  build — or  look  for  one  in  the  home  you  buy. 


DISTRIBUTED 


To  secure  a  Bennett  Bonded  Fireplace,  simply 
confer  with  your  architect  or  building  con¬ 
tractor.  If  further  information  is  desired,  address 


•  BENNETT  FIREPLACE  CORPORATION  • 

NORWICH,  N.  Y. 
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